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HOME (SPECIAL SECTION DEPARTMENT 


ORDER 


The 22nd February , 2012 
No.495 / C. - In exercise of the power conferred by Section 28A of the 
Representation of People s Act, 1951 (43 of 1951), the State Government do hereby 
designate the following Police Officers for the purpose of conduct of Bye - Election to 
89 - Athagarh Assembly Constituency to be held on 18th March , 2012 . 

(i) The D.G. & I.G. of Police 
( ii) The Additional D.G. of Police (Headquarters ) 
( iii ) The I.G. of Police (Law & Order) 
(iv) The I.G. of Police (Administration ) 
(v ) The D.I.G. of Police , Central Range ,Cuttack 
( vi) The Superintendent of Police, Cuttack 
( vii) All Police Officers / Personnel sub - ordinate to the above officers working in 

the areas falling within Cuttack District / 89- Athagarh Assembly Constituency 
who are in anyway in election related arrangements , perform duties in 

connection with the conduct of said bye - election . 
The order shall remain in force till the declaration of the result of the aforesaid 
Bye -Election . 

By Order of the Governor 


U.N. BEHERA 


Principal Secretary to Government 
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